STRUCTURE  OF   THE  KIDNEY
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Fig. 7-1 Showing a renal unit or nephron of the cortex of the kidney,
with its blood supply, and a collecting tubule. The thin part of Henle's
loop varies considerably; it often extends into the ascending limb of the
loop or may even be confined to this limb.